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Equipment Max 




Quality 

Restaurant Equipment 
3t Wholesale Prices 



Restaurant Kitchen 
Equipment 



Welcome to Equipment MAX. We sell Quality Commercial Restaurant Equipment at 
affordable Prices. Your best source for Commercial Kitchen Sinks, Cast Iron Table Bases, 
Table Tops, Chairs, Stainless Work Tables or other Commercial Restaurant Equipment. 
As leaders in the restaurant kitchen equipment industry. Equipment Max USA features high 
quality fixtures and kitchen equipment at the lowest prices. With our fast and McAfee 
secured search feature, you can easily browse through our products and equipment store. 
Whether you are looking for prep sinks, metro shelving, bar stools, dish cabinets, stainless 
work tables, hanging pot racks or grease interceptors, we are your number one online 
source! It's fast and easy. 




2 Bay Sealed Well Electric Steam Table w Manifold 

Drain Assembly 



* Overall Dimensions: Front to Back 30.6"x 32" Long 

* ETL approved 20 Amp/1000 Watts 

* Beautiful Stainless Heavy Duty Welded Construction 

* NSF Standard 4 

* Thermostatic Control vs Others Infinate 

* Fiberglass Insulated 

* 18 Gauge Stainless Steel Under shelf (Compare to 
others Flemsy 22 Gauge) 

* Free Manifold Drain Assembly with one valve control to 
empty all bays at once! 

* Saves Time and Hassle by eliminating the need to empty individual Bays seperately. 

* Also can accomadate a hose to a floor drain stopping the need for buckets all together 
$(149.00 Value Free) 

* Stainless Steel Enclosures Optional Model SSC for 2 sides and Model 2H-SBC for Back of 2 
Bay 
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ITV 128 LB Under counter Self Contained 
Ice Cuber Spika NG 125 



ITV SPIKA NG 125 ICE MAKER WITH BIN, CUBE-STYLE 
,SELF CONTAINED 



* 128 lb.production/24 hr, 44-lb ice storage capacity, 
electro mechanic timer,dual switch, 

* 304 stainless steel construction, "vertical" 
plateevaporator, 6" adjustable legs (not included on 
dimensions) 

* Dimensions 31.30(h) x 21.20(w) x 23.40(d) 

* ITV Ice Makers Model No. SPIKA NG 125 Packed: ea 

* 36 months parts & labor warranty 

* EXTRA 24 months parts only warranty on evaporator & 
compressor 

* 115v/60/l-ph, NEMA 5-15P, standard 

* "A" - Air-cooled 

* Half dice cube, 1" x 1/2" x 1", 

* Weight: 115 lbs total 




$1,549.99, 



Benchmark Dual Well Warmer 51074P 2 

Pumps 




Benchmark Dual Well Warmer 51074P 2 Pumps 

This Dual Well Warmer is ideal for soups, sauces and 
toppings. The twin 7 quart wells are the ideal for the 
toppings and it comes complete with the hinged Inset 
lids and 2 pumps. It is constructed out of 18/8 stainless 
steel and comes with Benchmark USA's Three-Year 
Warranty for worry-free operation. 



The extra long legs provide easy access for cleaning. Whether you serve pasta 
sauces, ice cream toppings or soups you'll appreciate that the pans, lids, ladles and 
adaptor plate are all removable for easy sink or dishwasher cleaning. It has a 
covered master switch and an adjustable thermostat for all cooking conditions. 



For more information please 

visit 

http://www.equipmentmaxusa.com 



